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1 
This invention relates generally to bathroom 
shower Curtains and more particularly to the 
type of shower curtin which is slidably sup- 
p0rted on a bar, so as to be capable of being rawn 
to one side when not in use. 
Conventional shower curtains comprise a sheet 
of flexible material, which may be fsbric or 
plastic, having a plura.lity of grommets or eyes 
along its upper edge for attachment to a plurality 
of slid,ble hooks which ride on a siipporting bar. 
Thus, these curts2ns may be extended along the 
rod so as to enclose the shower bath, wih each 
0f the hooks spaced a distance from the adjacent 
h0oks, or the curtain may be pushed to one end 
Of the rod in a gathered position wih the hools 
in Close proximity to one another. 'The groin- 
mets, or eyes, are usually spaced at least six 
ir/ches apart, with the result that the portions Of 
the curtain intermediate the grommets tend to 
sag downwardly, giving he top of the curts:in 
rither unattractive, scalloped-appearance and 
causingflitto fall inapredëtermined ples:ted 
latiiship which 6ften does n0t ehfiSit the de- 
Sign:0f the curtáin'tobest 'advaritage eîther @hen 
itis gthered at ne :erïd Or ektèndèd àlng tle. 
suppor tii4g bàr. 
;Moreover, the saggirig Of :the 'CUftain bétWeen 
ttie gr0metsinadditï0nto sPoilir/g :the S, ppear- 
áne ofïtle top theedf ditbts any design pro- 
ded-0nttie surface bf'the cùftain and ,fter a 
lêrid bftimeniay ëffectpermanent lef0mation 
oftheCUtäin. lso,*the sagging tendstO wedken 
the'eurtäin, insuh s 'the Wêight' is suppoe 
àtthe SpCed êes0r ommets Whfh are them- 
geles unàttràtive in appeaance. 
 ACcordingly, an important Cject of :this 
vention is to provide an-improv sower curtáin, 
and an arrangement-:for suppofting sme/in 
which theunsightly bar, grommets and hooks are 
conceed from view on both sides of the curtain, 
particularly the front side, and in which the cur- 
tàin is suppofted insuch faShion as.to.minimize 
sagging between the groets. 
other object is to provide an arrangement 
wherein the portion of the curtain concealing the 
hooks and grommets does not.interfere with the 
soEng action of thCtain. 
Another object isto prode n rrangemënt in 
wch the portionof the curtainwhich conceals 
the hooks may e  rea-l handld to expose .the 
hooks, so tt te ùrtain-may e reaoE put up 
or taken down as desired, or to conceal the hooks 
once they are attached. 
A further object is to provide a shower curtain 
which is simple and inexpensive to manufacture. 

.2 
Another object is toprovide a shower "curtain 
having an ttractive:flap which not orily serves to 
ConceaLthe bar and hooks upon which the curtain 
is-supported, but also .gives the illusion of an 
- dePendently supported valance .at thetopof the 
cuvtain. 
:A further object is to .provide an arrangement 
for.keeping the stipporting bgr and hooks dry at 
ailrimes in 0rder to prevent their corrosion and 
19 theresultànt discoloation ofthecurtain, 
Other .bjects and advantages of the shower 
curtàin nd tle .novel supporting arrangement 
of tlis .invention Will «present :themselves to those 
fsmiliàr with the art upon Teading the ollowing 
1' specification.il].c0njlmctiol]with the drawing:and 
he appended claims. 
.In the :drav¢ing: 
-Fig. 1 is a front'view of a shower curtain con- 
StruCted in accordance with this invention, the 
R0 cCtain, beirig shown in ïa partially drawn posi- 
tïon on a-supporting bal'; 
Fig.'2is an edge view of tle culain and bar; 
Fig. 3 is a view-Similr toFig. 2 showing the 
curtain with the :valanCe portion f01ded 'clown- 
25 wardly -to permit -attachment or detachment 
the. cur£ain to .or from .the hooks;, and 
Fig..4.iSan efilargedïsection through the upper 
fold :of tlle. shower :curtain»showing the preferred 
arrangement :of materil for .maximum strength. 
30 A 'fundamental concept.of this invention is to 
provide a shower curtain 'having a means at its 
upper end for slidable attachment.to.aïsupport - 
ing ba and:a flexibleflap:detachably or.:perma- 
nertly secured tthe curtain "at its upper .end 
35 adapted to be folded over the bar and the sup- 
porting means toenclose saine. 
The preferred .form of shower curtain 
shown in the drawing, comprises a :rectangular 
piece.0f fbric,. or. other flexible sheet material 
40 a pluràlity 0f-grommets [2, and-a ruffie.,'|3. The 
shet-of màterial/l is.préfeçably.dmïble,:f01ded 
as sh0wn fi] .Fig. 4 :for rëinforeemen anï2 
Strengthl or:f01ded back .upon itself:.in=.a :sin$1e 
fld :long the :upper  edge as indicated at ]:in 
45 Fig.:3, and the gròmméts  are attachedd!ong 
the :f51d dine. Tn he preerred form (Fig.4), 
separà.te piece is'provfi2ëd .vhose upper edge is're- 
CeiVecl :dètachbly or permanently between :'the 
folds with the :free portion.forming a flap 
50 whereas in:Fig. 3 theflap isa continuation ofthe 
main sheet of material. Stitchingis indicatedst 
19. 
The ruffie 13 is.attached to the free edge of the 
flap I$ by stitching or other suitable means, and 
55 the lower end of the currY, in is hemmed, as indi- 
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cated af 5. In the case of fabric curtains itis 
preferred fo stitch the hem, the fold line and the 
ruffie in the conventionat manner, but in the case 
of plastic or etastomer curtains if may be prefer- 
able fo fuse the material together af these points 5 
by local heating. 
The shower curtain I{} is attached fo the sup- 
porting bar 16 by a plurality of hooks 17, the 
hooks being of the conventional type which are 
simîlar to large safety pins, the sharp ends being 10 
received in enctosing recesses when the hooks are 
closed to prevent damage to the curtain. To 
bang the curtain, the hooks 17 are preferably 
first slipped over the bar 6 and left in the open 
position. The fiap 15 af the top of the curtain is 15 
Ieft hanging in the position shown in Fig. 3, 
while each hook is passed through one of the 
grommets 12. When all of tàe hooks have been 
secured, the fiap portion $ is then thrown up- 
wardly over the bar  6 as indicated by the arrows 20 
2{} to the position shown in Figs. 1 and 2, com- 
pletely enclosing the bar, the hooks and the 
grommets. Upon examination of the drawing it 
wflt be noted that the ruflte 13 is so attached to 
the flap 18 that the front of the fiap faces the 25 
back of the curtain in ïts initial position and 
faces the saine direction as the shower curtain 
after the fiap bas been thrown over the bar 
When the valance-Iike flap bas been thrown 
over the bar , if witl be noted that if falls in a 30 
very attractive arrangement, each of the hooks 
I  causing a slight bulge along the top of the bar 
16 which breaks the straight line thereof. This 
effect is, of course, augmented when the curtain 
is gathered as shown at the leftwhand side of Fig. 35 
1. In addition to concealing and protecting the 
bar, hooks and grommets from moisture which 
might cause corrosion and staining of the cur- 
tain material, the valance-like portion 18 also 
serres fo support some of the weight of the cur- 40 
tain 11 and prevents, fo a large measure, the sag- 
ging between the grommets which heretofore bas 
distorted the appearance of the curtain. 
Thus if will be noted that the top and bottom 
of the curtain follows a substantially straight 45 
line rather than being scalloped with high points 
at each grommet. This hot only improves the 
appearance of the curtain, but also increases the 
strength and life thereof by taking some of the 
strain off the grommets and preventing perma- 50 
rient deformation due fo suspension for long 
periods of rime at spaced points. 
When if is desired to take the curtain down for 
cleaning or other purposes, itis a very simple 
marrer merely to thrown the valance portion 8 55 
back over the bar   and unhook the hooks   so 
that the curtain may be removed in the con- 
ventionat fashion. 
It will be appreciated that the curtain of this 
invention may be ruade in different ways and 60 
still function as described. For example, as 
ready mentioned, the valance portion 6 may be 
a separate piece of material merely stitched or 
otherwise attached fo the main piece   as shown 
in Fig. 4. If this is done, the entire valance 65 
portion may be a ruffie or it may be ruade of a 
different materiat fo give a contrast of color or 
texture. Moreover, a different arrangement 
than individual hooks and grommets such as 
hooks and eyes or straps and snaps might be 70 
used to slidably attach the curtain to the bar 

4 
Furthermore, if the shower curtain does no 
have a definite front and back, as may be £he 
case with plain material, if makes tittle differ- 
ence which side is to the front, as the flap can 
still be looped over the supporting bar to con- 
ceal it and the hooks. 
From the foregoing if will be appreciated that 
a superior shower curtain bas been provided 
which hot only is more attractive in appearanee, 
but also which bas longer wearing qualities and 
otherwise fulfilts the objects of this invention. 
Various changes and modifications in addi- 
tion to those set forth herein may be ruade with- 
out departing from the spirit of this invention 
whose scope is commensurate with the following 
claires. 
What is ctaimed is: 
1. A shower curtain of a type to be slidably 
supported on a bar fo be extended the full length 
of the bar or bunched in folds af one end of the 
bar, said curtain comprising a sheet of flexible 
material of a width extendable the length of the 
bar, means upon the upper edge of said curtain 
for attaching same to said supporting bar ata 
lurality of horizontally spaced weight bear- 
ing points, and a flexible fiap extending the 
width of said sheet and attached fo the back of 
said sheet of flexible material along the upper 
edge thereof, said fiap being of a depending 
length sulïïcient fo loop upwardly and over said 
supporting bar and to bang downwardly from 
the supporting bar to a level well below said 
supporting means to conceal the bar and the 
suppbrting means when the flap is moved to such 
position, the depending portion of said fiap as 
looped over the bar in such position being of 
sulïïcient weight to assist in supporting said 
sheet of flexible material between said spaced 
points to prevent sagging of the sheet of flexible 
mterial between said spaeed points. 
2. A shower curtain for use with a bar having 
a plurality of hooks slidably supported there- 
on, said curtain comprising a sheet of flexible 
material having a plurality of horizontally spaced 
eyes near its upper edge, each of said eyes be- 
ing reeeived on one of said hooks, and a flap 
of flexible material exending the width of said 
sheet and attached thereto along the upper edge 
thereof adjacent to said eyes, said flap being of 
a depending tength long enough to loop upwardly 
and over said supporting bar and hooks to bang 
downwardly from the supporting bar to a level 
well betow said eyes to conceal the bar, hooks, 
and eyes when the flap is moved to such position 
on both sides of the sheet, said depending flap 
being of sulïïcient length and width when so 
looped fo assist in supporting said sheet against 
sagging between said eyes. 
PERt%Y BLATT. 
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